Van der Filk 
UK Filk Convention 


Progress Report Two 


5" to 7" February 2010 
at the 


Grantham Ramada Hotel 


Featuring 


Gwen Knighton Raftery 


and 


Vixy and Tony 


and a cast of thousands (well, a hundred or so anyway) 


Van der Filk (British Filk 
Convention) 


Science fiction convention held in 2010. See Wikidata; SFcentral; 
Fancyclopedia; Fanac 
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